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0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institution 
on 10 November 1964, after the draft finalized by the Rotating Machinery 
Sectional Committee had been approved by the Electrotechnical Division 
Council. 

0.2 As a corollary to the Indian Standard dimensions of three-phase foot- 
mounted induction motors ( IS : 1231-1962*), fhis standard covering 
dimensions of slide rails has been prepared. The slide rails are generally 
manufactured by small manufacturers and a standard on this subject is 
expected to be of considerable assistance in bringing about uniformity in the 
manufacture of such items. 

0.3 While preparing this standard, assistance has been derived from 
DIN 42923 Electrical machinery — slide rails issued by the Deutscher 
Normenausschuss. 

0.4 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, express- 
ing the result of a test or analysis, shall be rounded off in accordance 
with IS : 2-19601". The number of significant places retained in the 
rounded oflf value should be the same as that of the specified valufc in this 
standard. 



1. SCOPE 

1.1 This standard covers dimensional requirements of slide rails ( excluding 
foundation bolts ) used for mounting electric motors covered by 
IS:1231-1962*. 

2. DIMENSIONS OF SLIDE RAILS 

2.1 Dimensions of slide rails shall be in accordance with Table 1 (see 
Fig. 1 and 2). 

•Dimensions of three-phase foot-mounted induction motors. ( Second levision in 1967). 
t Rules for rounding off numerical values ( revised ). 
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Fio. 1 Slide Rails with Two Fixing 
Holes for L^ = 280 to 500 mm 
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Fio. 2 Slide Rails with Four Fixing 
Holes for L^ = 630 to 1 000 mm 



2.1.1 The slot width and thicknesses shall be in accordance with 
IS:519-1954'*. 

Note — Sm Fig. 3 for details about the width of the opening in the slide rails to take 
the T-bolt. 

2.1.2 For suitable nuts, reference should be made to IS : 1363-1960f and 
IS: 1364-1960$. 

3. MATERIAL 

3.1 The material of the slide rails shall be grey cast iron Grade 15 of 
IS:21(M962§. 



*T-bolts mod T-nuts ( imtal'u* ) ( withdrawn ). 

t&lack hexag on al bolts, nuts and lock nuts ( dia 6 to 39 mm ) and black hexagon 
screws ( dia 6 to 24 mm ) ( since revised ). 

tPredsioii and semi-precision hexagon bolts, screws, nuts and lock nuts (dia range 6 to 
39 mm ) (since revised J. 

{Specification for grey iron castings ( rwiud ) ( since revised ). 
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Note — X is the length of longer side of T-bolt plus 3 mm up to 16 mm T-bolts and 
plu« 5 mm for T-bolts above 16 mm. 

Fia. 3 Wuxth of the Opening in the Slide 
Rails to Take the T-Bolt 
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